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Plate I. 




Sydney Prentice del. 



Presacral Vertebrae of Type of Haplaoanthosaueus PBISCUS. 1, Side view; 2, Anterior view; 3, Posterior view. yV NaI^. size. (No. 572.) 
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Plate ll, 




-"Sydney Prentice del. 



Vertebra of Type of Haplacanthosaubw UTTEBBACKII. 1, 2, Dorsals ; 3, 4, Ceryioals ; 5, 

Caudals. yV INTat. size. (I^o. 879.) 
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Plate III. 




Sydney Prentice del. 



Nineteen Anterior Caudals of Type of HaplacanthosaUBUS PBISCU8. 1, Side view; 2, Anterior view; 3, Posterior view. tV Nat. size., (No. 572.) 
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Plate IV, 






Sydney Prentice del. 



1, Pelvis of BbontosauriJ^ ; 2, Pelvis of JMmPOCUS; 3, Pelvis of Haplaganthosaubub. All seen from left side. ^V '^^'^' ^^^^- 
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Plate v. 




Sydney Prentice del. 



Pelvis of Type of Haplagantsosaubus PBISOUS. 1^ Inferior view; 2, Anterior view; 3, Posterior view. 

All yV ^-^T. size. (No. 572.) 
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Plate Vl 




B,ESTOEATlON OF DlPLODOCUS GABNEGIJ. tjV Nat. size. 



